ANNUAL  REPORT  OP  THE  MEDICAL  OFFICER  OF  HEALTH 
WHITS  TABLE  URBAN  DISTRICT 


(RIPARIAN  AUTHORITY)  1972 


In  accordance  with  Form  Port  20,  this  report  only  shows  changes 
occurring  during  1972  and  figures  concerning  shipping  etc. 

SECTION  I  ~  STAFF 

No  change.  Tel.  No*  Medical  Officer  of  Health  — 

Office  -  Canterbury  64411*  Home  -  Canterbury  63391* 

SECTION  II  -  MOUNT  OF  SHIPPING-  ENTERING-  THE  DISTRICT  DURING-  1972 


Ships  from: 

Number 

Tonnage 

Number  Inspected 

No.  of  ships  reported 

j 

j 

No  R-  T. 

By 

By 

as  having  had  infectioi 

\ 

1 

M.O.H. 

P.H.I. 

disease  on  board  durin< 

voyage. 

j  FOreign  Ports 
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— 

*  90 

- 

J 

Coastwise 

444 

66, 836 

- 

52 

- 

I  TOTAL: 
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96,06? 

— 
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i 
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*  Includes  Imported  Food  Regulations. 
SECTION  III  CHARACTER  OF  SHIPPING- 


There  was  limited  passenger  traffic  during  the  year.  99  passengers 
came  into  the  harbour  and  97  passengers  went  to  Esbjerg. 

Cargo  was  concerned  with:- 

Imports :  Cereals,  Sand,  Slag,  Stone,  Canned  Milk, 

Dairy  Products  and  general  cargo. 

Exports :  Durite,  Barley,  Wheat,  Tractors,  various 

domestic  commodities  and  general  cargo. 

Principal  Ports  from  which  ships  arrive:- 

London,  Keadby,  Guernsey,  Dean  Quarry, 

Wrabness  and  Brightlingsea. 

Foreign  vessels  from: 

Esbjerg,  Antwerp,  Amsterdam,  Rotterdam  and  Ghent. 
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SECTION  VT  -  INLAND  BARG-E  TRAFFIC 

There  is  no  inland  barge  traffic. 
SECTION  V  -  WATER  SUPPLY 


There  is  no  change  in  water  supply  arrangements.  Three  samples 
taken  during  the  year  for  chemical  and  bacteriological  examination 
were  of  a  satisfactory  nature. 


SECTION  VI  -  PUBLIC  HEALTH  (SHIPS) 


No  change. 

SECTION  VII  -  SMALLPOX 

Cases  go  to  the  Rivers  Hospital,  Long  Reach,  Dartford. 

Such  cases  would  be  transported  by  the  Kent  Ambulance  Service 
for  whose  vaccinal  state  the  County  Medical  Officer  of  Health  is 
responsible.  The  nearest  smallpox  consultant  is:- 


Dr.  E.H.  Brown,  Hither  G-reen  Hospital,  London,  S.E.  13- 

Telephone  No:  01-698-3481. 

Home  No:  C1-657~4849. 

/ 

The  facilities  for  laboratory  diagnosis  of  smallpox  are  centred 
on  the  Central  Public  Health  Laboratory,  Colindale  Avenue,  London,  N.W.  9- 
Telephone  No:  01-205-7041-  Supplies  of  necessary  equipment  for 
collecting  specimens  are  held  at  the  Kent  and  Canterbury  Hospital 
Laboratory  and  the  Canterbury  Health  Department. 

SECTION  VIII  -  VENEREAL  DISEASE 

No  change. 

SECTIONS  IX,  X  AND  XI  -  NOTIFIABLE  DISEASES 

No  cases  of  notifiable  or  other  infectious  diseases  are  known  to 
have  occurred  in  the  port  area  during  1972.  No  cases  of  malaria  were 
identified.  No  cases  of  plague  were  suspected  or  occurred. 


SECTION  XII  -  RODENT  CONTROL 

—  ..1**  1 1 .  1  m — rar ra  ■■  m  "a-: .!■  i  -LU».aj»'n,l»rna8sa»3-— aa-w.i  .■■■•'-■  ww 

The  port  is  not  approved  for  the  purpose  of  granting  deratisation 
or  exemption  certificates.  Ships  in  the  Harbour  and  the  Harbour 
precincts  are  inspected  for  rats  and  the  checking  of  certificates. 

No  rats  were  sent  for  pathological  examination.  The  appropriate 
laboratory  is  the  Public  Health  Laboratory  Service,  Preston  Hall, 
Maidstone. 
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SECTION  XIII  -  INSPECTION  OF  SHIPS  FOR  NUISANCES 
Inspections  and  Notices 


r . . . 

Nature  and  No.  of 
Inspections 

Notices  Served 

Result  of 
Serving  Notices 

Statutory 

Notices 

Other 

Notices 

Public  Health  and 
Rodent  Control.  59 

Nil 

1 

Complied  with 

SECTION  XIV  -  SHELLFISH  LATINOS 
No  change* 

SECTION  XVI  -  BURIAL  ABMN&EMBNTS 
No  change. 


M.S.  HARVEY, 

M.  B. ,  Ch.B.?  D.P.H.,  M.E.C.Mo 
Medical  Officer  of  Health. 


1.3-73. 
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